DEPARTMENT OF THE ARMY 

FREEDOM OF INFORMATION ACT DIVISION 
RECORDS MANAGEMENT DECLASSIFICATION AGENCY 
9301 CHAPEK ROAD, BLDG 1458 
FORT BELVOIR, VA 22060-5605 

April 17, 2019 

Trevor Ball 

MuckRock News DEPT MR 67893 
411A Highland Ave 
Somerville, MA 02144 

Dear Mr. Ball: 

This letter is in response to your Freedom of Information Act (FOIA) request dated January 
31, 2019. You requested records containing estimates for the related expenses of transitioning to 
the “Pink and Greens” dress uniform, whether for the service as a whole, or the individual 
soldiers. Also requested are any memos, emails, or reports justifying the cost of transitioning to 
a new dress uniform. Your FOIA has been assigned case number FA-19-051 l/FP-19-013627. 

This office serves as the referral point and oversight office for the Department of the Army 
Freedom of Information Act entities and is not a repository for documents maintained by the 
Department of the Army. Requests for information and documents under the purview of the 
Army are referred to the activity most likely to have responsive records in accordance with Army 
Regulation 25-55, The Army Freedom of Information Act Program . 

After conducting research, we are referring your request to the following activity for 
processing and direct response to you. 

ASA(ALT) SACO 
ATTN: Mr. Jim Baxley 
103 Army Pentagon 2E533 
Washington, DC 20310 
COMM: 703-693-2223 

Email: usarmy.pentagon.hqda-asa-alt.mesg.foia@mail.mil 

You can check the status of your FOIA request from this office by going to; 
https:www.foia.army/facts/casestatus.aspx and entering FP-19-013627. Please note that once 
your request is received at the next activity it will be assigned a new FOIA control number that 
you will have to enter to track the status. If you have any questions regarding the status of your 
request, please contact the activity at the address above. 

Sincerely, 


Josepn E. Walukonis 
U.S. Army Freedom of 
Information Act Office 
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